To:  Cristiano,  Gina[Cristiano. Gina@epa.gov];  Williams,  Laurafwilliams. Iaura@epa.gov] 

Cc:  Copeland,  Michael[Copeland. Michael@epa.gov];  Chavez,  Luke[Chavez. Luke@epa.gov]; 

Brobst,  BobfBrobst. Bob@epa.gov];  Nakatsu,  JasonfNakatsu. Jason@epa.gov];  Botkin, 

Trish[Botkin. Trish@epa.gov];  Portillos,  ChristinefPortillos. Christine@epa.gov] 

From:  Pearson,  Janice 

Sent:  Thur  8/20/201 5 6:58:34  PM 

Subject:  Deployment  to  Gold  King 

Gold  King  Mine  Deployment  Guide  August  2015.doc 


The  Colorado  ICP  is  requesting  Michael  Copeland  to  deploy  to  the  Gold  King  Response  as  a 
Technical  Expert  as  a Private  Well  Liaison.  This  position  will  not  be  conducting  field  activities 
and  will  not  be  exposed  to  potential  threats. 


We  are  requesting  a 2 week  deployment,  mobilizing  Friday  August  20,  2015. 


Attached  is  a deployment  guide  to  assist  with  Logistics. 


-Janice 


Janice  A.  Pearson 

UST,  Solid  Waste  and  PCB  Unit  Chief 

Resource  Conservation  and  Recovery  Program 

US  EPA,  Region  8,  8P-R 

1595  Wynkoop 

Denver,  CO  80202-2466 

Phone:  (303)312-6354 

Fax:  (303)312-7084 

email:  pearson.janice@epa.gov 
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